To:  Nattis,  Randy[Nattis. Randy@epa.gov] 

From:  Lucotch,  John 

Sent:  Wed  8/12/2015  6:51:57  PM 

Subject:  FW:  SADIE  Deployment  - Gold  King  Mine  ER 


Hey  Randy, 


Below  is  the  Information  for  SADIE.  Gold  King  Blowout  is  the  major  project  where  our 
data  is  going  in. 


All, 


A new  version  a SADIE  specifically  for  the  Gold  King  ER  is  now  deployed.  This  version  is 
integrated  with  the  popups  in  the  Gold  King  Ops  viewer.  Region  6 is  still  working  on  migrating 
a Region  8 widget  that  further  integrates  SADIE  with  the  Ops  viewer. 


SADIE  - Gold  King  Mine  (the  main  project  to  use  is  Gold  King  Mine  Blowout) 
URL:  https://r8.ercloud.org/sadie  GoldKingMine 


Passwords  for  all  projects: 


Nonreeponeive  Conference  Code 


Gold  King  Ops  Viewer 

URL:  https://gis.eparm.net/GoldKingOps 
Username:  gkreoc 


Password:  I 


Nonresponsive  Conference  Code 


CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
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information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited.  If  you 
received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete  this  email  from 
your  system.  Thank  you. 
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